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UNCLASSIFIED 

PAGE 01 LAHORE 00268 23111 1Z 
ACTION OPR-02 


Message Text 


INFO OCT-01 NEA-10 ISO-OO CCO-OO PASO-OO /013 W 

128711 240204Z/63 

R 231015Z FEB 78 
FM AMCONSUL LAHORE 
TO SECSTATE WASHDC 1600 


UNCLAS LAHORE 0268 


DEPARTMENT: PASS TO PAUL FOSS, 221 DODGE AVENUE, DEKALB, ILLINOIS 
60115 TELEPHONE 815/756/5493 


E.O. 11652: N/A 

TAGS: OGEN, ASCH 

SUB J : SUBMERSIBLE PUMP 


WE HAVE NOT RECEIVED ANY WORD OR ANY INFORMATION ON THE PUMP. 
PLEASE CONTACT SUPPLIER TO MAKE SURE THAT THE AIRWAY BILL 
HAS BEEN FORWARDED TO LAHORE. 

GAMON 


NOTE BY OCT: PASSED ADDRESSEE. 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 23 feb 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978LAFIORE00268 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780085-0220 
Format: TEL 
From: LAHORE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780223/aaaaatew.tel 

Line Count: 35 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 9b629ed1-c288-dd11-92da-001cc4696bcc 

Office: ACTION OPR 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3508246 
Secure: OPEN 
Status: NATIVE 

Subject: SUBMERSIBLE PUMP WE HAVE NOT RECEIVED ANY WORD OR ANY INFORMATION ON THE PUMP. PLEASE CONTACT SUPPLIER 

TO MAKE SURE THAT THE AIRW 

TAGS: OGEN, ASCH 

To: STATE 

Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/9b629ed1-c288-dd1 1-92da-001cc4696bcc 
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